27 March 1956 
Lakehead Amateur Radio Club 
The Annual Meeting of the Lakehead Amateur Radio Club was held 
on Tuesday, March 27th, 1956 in the Civil Defence rooms, Court 


House, Fort William at 8 pm. 


There were eleven members in attendance. 


NOMINATIONS 
President: Pat O'Shea —- VE3FW 
Vice-President Herman Dalman — VE3DJD 
Executive George Lord — VE3BYG Chairman 


Al Fulton —- VE3AKI 
Harry Stephens — VE3AIT 


Secretary Frank Start -— VE3AJ 


There being no further nominations, the President declared the 
above duly elected for the coming year. 


The meeting was regularly adjourned at 9:30 pm. 


Signed: 


J. C. (Jim) Bailey - VE3DGZ 
Secretary-Treasurer 
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